AMENDMENT NO. 2 MAY 2019 
TO 
IS 2074 : 2015 READY MIXED PAINT, AIR DRYING, RED 
OXIDE — ZINC CHROME, PRIMING — SPECIFICATION 


(Third Revision) 
(Second cover page, Foreword, para 6) — Insert the following new para 


after Para 6: 


‘This paint is not recommend to use on household articles such as grills, 
shutters, metal furniture, LPG cylinder, etc, due to toxicity of chrome primer. It 
is recommended that proper precaution to be taken during application.’ 

[Page 2, Table 1, SI No. (iv) (b), col 2] — Substitute ‘Gloss 60°, Max’ for 
‘Gloss 60°’. 

[Page 2, Table 1, SI No. (ix), col 2] — Substitute ‘Volume solids, percent’ 
for ‘Volume solids, percent, Min’. 


(CHD 20) 
Publication Unit, BIS, New Delhi, India 


